Selected Crude Oil Trunkline Systems 





Map of a Possible Underground High Speed Transit System called the Very High 
Speed Transit System (VHST) designed by the Rand Corporation 




The VHST tnuto i,ti*it 



Can possibly go 10,000 miles per hour meaning it can go from N.Y. to L.A. in a half hour. 



